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STATINTL 


PERSONNEL HN 

5 September 1978 


ANNOUNCEMENT OF APPOINTMENT TO KEY POSITION 


FINE ARTS COMMISSION STATINTL 


Effective 11 September 1978 
is appointed Chairman, Fine Arts Commission, vice 

'Acting) . 


JOHN F. BLAKE 
Deputy Director 
for 

Adminis tration 
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